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always be so as long as the fleets sail so late and unless His Majesty
and your lordship apply the remedy.

I came into this bay at noon today with a strong south wind
which has been blowing since yesterday. Therefore I did not dare
to proceed to the bar of San Lucar because the weather is wretched
and it is neap tide and a cross sea running.

(p. 5) ... Don Alonso Bazan had an encounter with the English
fleet off the island of Flores where the enemy lay in wait for the
fleets. He took the enemy's vice-admiral, one of the queen's good
galleons, and the vice-admiral, named Richard Grenville, a person
the English esteem very highly. He died five or six days after he
surrendered, of a musket wound in the head. He sank one of the
king's old galleons and a flyboat of the fleet. He carried 46 pieces of
artillery, each in its port, and six extra pieces. He would have fled
like the rest if Martin de Vertendona's galleon, which got the wind
of him, had not torn away his foresail with the bowsprit.

God preserve your lordship many years as we your lordship's
servants desire.

From the bay of Cadiz and this vice-admiral, October 10,1591.

Aparicio de Arteaga (Rubric).

Document No. 861
[Antonio   Navarro2  to   the  House  of Trade,   Lisbon,
October 12, 1591]
(p. i)                                        t-.-
At every opportunity I have reported at length to your lordship
on everything concerning this fleet up to April i. I will now relate
what else occurred.
From April 25 on I had my ships, with yards across, ready to
make sail, but His Majesty's gold and silver were not delivered to
me until June 13, Corpus Christi, and that very same day I sailed
with 22 ships. Three or four days later, because it was leaking and
for other reasons, Agustin de Paz's ship lagged. I encountered great
1 A. de La 42-1-9/4, Contratacion 5109. spliegos, original.
* Captain general in command of the New Spain fleet.